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Copyright 

No part of this publication may be 

reproduced, distributed, stored in a retrieval system, or transmitted in any form or by any means, including electronic, mechanical, photocopying, recording, or otherwise, without prior written permission from the copyright owner, except for brief quotations used in reviews, educational references, or other uses permitted by applicable copyright law. 

This book is intended for personal learning and creative inspiration. The crochet instructions, project descriptions, and ideas are provided to help beginners explore granny square techniques and develop their own festive handmade creations. 

Readers are welcome to use the techniques learned in this book to create finished crochet items for personal enjoyment or gifting. Any commercial use of the written content, reproduction of substantial portions, or redistribution of the book requires appropriate authorization. 

Every effort has been made to present clear and useful instructions. However, individual results may vary depending on yarn selection, hook size, crochet experience, and personal tension. 

The author and publisher disclaim 

responsibility for errors, omissions, or outcomes arising from the use of the information in this publication. 
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